Journal bungalows 

ISSUED BY THE LADIES' HOME JOURNAL 

INDEPENDENCE SQUARE, PHILADELPHIA, PENNSYLVANIA 



14 He who deliberately builds an ugly house 
condemns himself as a poor citizen, while 
he who builds a beautiful house proves 
himself a good citizen, for his personal 
effort contributes to the public welfare" 



HE cost which is noted in connection with each bungalow 



in this book represents the actual price for which that particu- 



lar bungalow was built in its locality. These costs, however, 
can only be considered approximate, owing to the fact that the price 
of building materials and labor varies to such a great extent in every 
part of our country. 



TTTORKING drawings, including all the elevations and details, 
* * and the specifications are procurable for practically all of these 
bungalows, and we shall be glad to give you the architect's address 
and the price he is charging for these upon request. 




The Architectural Editor 
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Designed by Walter Swindell Davis 




Designed by Lloyd Titus 






Designed by Harvey G. Treffinger 
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Designed by Lloyd Titus 

Approximate Cost in Stucco over Hollow Tile, $9500 (includes a cellar and a heating plant) 



Designed by Harvey G. Treffinger 
Approximate Cost $3750 (includes a cellar and a hot-air heating plant) 
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Designed by Robert E. Ochs 

Approximate Cost $4000 (complete) 
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Approximate Cost $2500 (includes a cellar and a heating plant) 



Designed by Hudson er* Munsell 





Designed by Victor Wise [* - ■ y 6 - 0 - 

Approximate Cost $1700 (does not include a cellar or a heating plant) 
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Designed by Cyril Bennett 





Designed by W. H. Austin 




Contributed by Gertrude A . Luckey 




Designed by Frank Tyler 



Contributed by Gertrude A . Luckey 
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Designed by Cyril Bennett 



Approximate Cost $4000 
(includes a cellar and a 
hot-air heating plant) 




Approximate Cost $1150 (does not include a cellar or a heating plant) Approximate Cost $2000 (does not include a cellar or a heating plant) 
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H ' 36'0- 



Designed by Walter Swindell Davis 




H* ■ 41'6" -i 

Designed by T. F. Lannon 
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Designed by Cyril Bennett 
Approximate Cost $3750 (includes a cellar and a heating plant) 







H 32'0 t— H 



Designed by Samuel T. Atherholt 



Contributed by George Palmer Telling 

Approximate Cost $2350 (includes a small cellar but no heating plant) 




Designed by Edward Hazlehurst 

Approximate Cost $4000 (includes a cellar and a heating plant) 



Designed by William Paget 
Approximate Cost $2350 (includes a small cellar but no heating plant) 




Designed by Samuel T. At her holt 
Approximate Cost $4500 (includes a cellar and a heating plant) 




PORCH 

25' 9" X 7 0 ' 



V — 39'6" 

Designed by Frank M. Tyler 
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SLEEPING PORCH 
/ 7'0'xl2'9* 




Designed by Montgomery & Montgomery 




Contributed by George Palmer Telling 



BREAKFAST 
ROOM 
7'6'xIO'OT 



PATIO 

12'0xl4F ^rx 4 

( 1( KITCHEN 

\ § 8'6xB-0" 



DINING ROOM 
12'0x14'0" 




— 40'0" H 

Contributed by Louis du P. Millar 
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Designed by Sylvanus B. Marston 




Designed by Sylvanus B. Marston 
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Designed by T. Paaske 

Approximate Cost $1500 (does not include a cellar or a heating plant) 



Contributed by George Palmer Telling 
Approximate Cost $1200 (does not include a cellar or a heating plant) 
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Designed by Sylvanus B. Mars Ion 




Designed by R. D. Weston 
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Designed by N. S. Mead 

Approximate Cost $1200 (does not include a cellar or a heating plant) 



Contributed by George Palmer Telling 
Approximate Cost $1500 (does not include a cellar or a heating plant) 







First-floor Plan 




SLEEPLWG- 
POFCtf 



Second-floor Plan 



Contributed by George A. Clark 



Approximate Cost $5500 (includes a cellar and a heating plant) 




Approximate Cost $2200 (includes a 
small cellar but no heating plant) 



Designed by Una Nixson Hopkins 



28 
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Approximate Cost $3800 (includes a small cellar and a heating plant) Approximate Cost $2700 (includes a small cellar and a heating plant) 



31 




PORCH 
7 6x 186 



Designed by R. F, Foss 






Contributed by George Palmer T elUng 




Designed by Ernest M cConnell 



Designed by Sylvanus B. Marston 
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Designed by R. F. Foss 

Approximate Cost $2200 (does not include a cellar or a heating plant) 



Contributed by George Palmer Telling 
Approximate Cost $1850 (includes a small cellar but no heating plant) 





Designed by E. B. Rust 




KITCHEN 
I9'6xl0'6 

ICE RANGE 



LIVING ROOM 

AND 

DINING ROOM 
li'0x22'6' 





Designed by Rush Truckenmiller 




Designed by Louis B. Easton 




Contributed by George Palmer Telling 



Designed by Robert B. Ray 
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Designed by E.B. Rust 



Approximate Cost $2800 
(includes a cellar and a 
hot-air heating plant) 



Approximate Cost $1000 
(includes a small cellar 
but no heating plant) 




Designed by Louis B. Easton 



Approximate Cost $2000 
(includes a cellar and a 
hot-air heating plant) 



Approximate Cost $2000 
(does not include a cellar 
or a heating plant) 



Designed by Rush Truckenmiller 




Contributed by George Palmer Telling Designed by Robert B. Ray 
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Contributed by Helen Lukens Gaul 



Floor Plan of the Bungalow 
Below Designed by Arthur 
S. Heineman 



Designed by W. G. Hanson 



Approximate Cost $1500 
(does not include a cellar 
or a heating plant) 




Floor Plan of the Bungalow Above 
Contributed by Helen Lukens Gaut 




Designed by Arthur S. Heineman 

Approximate Cost $1200 (does not include a cellar or a heating plant) 



Approximate Cost $2000 
(does not include a cellar 
or a heating plant) 




Floor Plan of the Bungalow Above 
Designed by W. G. Hanson 
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Designed by Arthur S. Heineman 



Designed by Sylvanus B. Mar stem 
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Contributed by Una Nixson Hopkins 



PORCH 

' 6'0"X 100" 



BEDROOM 



I KITCHEN 

7'0'yc/O'O" 



CEMENT ^ 



\ BATH 

I W'O"XI4'0'\ cj 

\ p " DIN1NG- 

0 -| j CL0S ROOM 

\ 1 



LIVING-ROOM 

M'O 'X 14' O" 



HALL 

io'o"/iro" 



" L SEAT . -T 



CEMENT 



Approximate Cost $2500 (does not 
include a cellar or a heating plant) 





39'6* 



Designed by A. F. Barnes 




Designed by Frank M. Tyler 



n 



SEWING 
ROOM 
u'crxia'o" 



LIVING 
PORCH 
B'0"X10'Q 





P EINim- 
ROOM 
14'0"WO' 4 



SCREEN 
PORCH M 

7'6"X12'0" 



KITCHEN 
/0'0'X/S'0" 



JROOM 

14'O"X16'0 



BEDROOM 

^ \n'0"X23'O'' 



PORCH 

6'0"X 22*0" 



BEDROOM 
n'0"xi3'o" 



42 '0' 



Designed by E. B. Rust 
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Designed by W. E, Coolbaugh 





Approximate Cost 
of Bungalow De- 
signed by A. F. 
Barnes, $ 1 8 0 0 
(does not include 
a cellar or a heat- 
ing plant) 



Approximate Cost 
of Bungalow De- 
signed by George 
Palmer Telling, 
$2000 (includes a 
cellar but no heat- 
ing plant) 



Designed by A.F. Barnes 




Designed by George Palmer Telling 




Approximate Cost of Bungalow 
Designed by W. E. Coolbaugh, $730 
(does not include a cellar or a heat- 
ing plant) 
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Designed by Frank M. Tyler 



Approximate Cost of Bun- 
galow Designed by Frank 
M. Tyler, $850 (does not 
include a cellar or a heat- 
ing plant) 





Designed by W.E. Coolbaugh 



Approximate Cost of Bun- 
galow Designed by E. B. 
Rust, $3200 (includes a 
cellar and a heating plant) 



Designed by E. B. Rust 
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h 400- 




SLEEPINC- PORCH 
126% 139 ' 




Designed by Henry B. Ward 



Approximate Cost $5000 
(includes a cellar and a 
hot-air heating plant) 



Approximate Cost of 
Bungalow Below, $3000 
(includes a cellar and a 
hot-air heating plant) 




Designed by Louis C. Hickman 



Approximate Cost $3246 
(includes a cellar but no 
heating plant) 



Approximate Cost of 
Bungalow Below, $2000 
(does not include a cellar 
or a heating plant) 




Designed by H. F. Roberts 



Approximate Cost of Bun- 
galow Designed by H. F. 
Roberts, $2500 (does not 
include the cost of a cellar 
or a heating plant) 



Designed by Sylvanus B. Marsion 
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Designed by O. C. Williams 




Designed by Sylvanus B. Marston 




Approximate Cost $3000 (includes a cellar 

and a heating plant) I - 

Designed by Sylvanus B. Marston 
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Designed by Alfred E. Gwynn 
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Designed by Frank Redman 





-4crcr 

Designed by E. J. Collins 



Designed by 
Sylvanus B. Marston 
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Approximate Cost $3500 
(includes a cellar and a 
heating plant) 




Designed by E. J, Collins 



Approximate Cost of 
Bungalow -House De- 
signed by Charles J. 
Brooke, $3000 (includes 
a cellar and a heating 
plant) 




Approximate Cost 
of Bungalow De- 
signed by Sylvanus 
B. Mar st on, $3900 
(includes a cellar 
and a hot-air heat- 
ing plant) 



Designed by Sylvanus B. Marston 
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BUFFET |CLOSET| 
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PORCH 
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SlP^^QjAl \ DINING-ROOM 
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Designed by Constantine Hillman 



DINING-ROOM 

80x n'6 



LIVING-ROOM 
116 x 14 0" 




PORCH 
8 Ox 20 0" 



210 



Contributed by Helen Lukens Gaut 



* 

Contributed by Helen Lnkens Gaut 



\t 47'tf H 




K 32'cy — i 



Designed by Frank Tyler Designed by Peare & Quiner 
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Contributed by Helen Lukens Gaut 



Designed by Constantine Ilillman 



Approximate Cost $2000 
(does not include a cellar 
or a heating plant) 



Approximate Cost of 
Bungalow Below, $2500 
(does not include a cellar 
or a heating plant) 




Approximate Cost $3000 
(does not include a cellar 
or a heating plant) 
There is space on second 
floor for two rooms 



Approximate Cost of 
Bungalow Below, $5000 
(includes a cellar and a 
hot -water heating plant) 



Contributed by Helen Lukens Gaut 




Designed by Frank Tyler Designed by Peare & Quiner 
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BEDROOM 
/4V"E/4'6' 



BEDROOM 
/2'6"X/5'9" 




\ 3411 
\BATN I — \ 



VEEANDA 
9'3 r, X14'0" 



=■ 



Designed by Frank Simmonds 




sleeping ■ ^aeaw ' 




PORCH 
B'6'X40'0" 



44'0" 



First and Second Floor Plans of 
Bungalow Designed by Frohman b* Martin 




0 — Q=P — H 



29'6* 



Contributed by George Palmer Telling 




Contributed by 
George Palmer Telling 




ZO'O 
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Contributed by Helen Lukens Gaut 




Contributed by George Palmer Telling 



Approximate Cost $1800 
(does not include a cellar 
or a heating plant) 



Approximate Cost of 
Bungalow Below, $900 
(includes a small cellar 
but no heating plant) 



Contributed by George Palmer Telling 




K 29'0" N 

Designed by C, H H inkier 
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SLEEPING 
PORCH 




— 296"' ' 

Designed by R. F. Foss 




Designed by S. D. Trowbridge 



Approximate Cost $3800 (includes a cellar and a heating plant) 



Designed by R.F. Foss 
Approximate Cost $3000 (includes a cellar and a hot-air heating plant) 
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Designed by Samuel F. Pearson 

Approximate Cost $2500 (does not include a cellar or a heating plant) 



Designed by Guy Bliss 

Approximate Cost $2500 (includes a small cellar but no heating plant) 
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Designed by G.I. Peoples 
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Designed by Montgomery 6° Montgomery 




Designed by G. I. Peoples 
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Designed by Cyril Bennett 

Approximate Cost $2000 (includes a small cellar and a heating plant) 



4b Hi 




PORCH 



13 




THOSE of you who are thinking of building will proba- 
bly be interested in our pamphlets (( What You Should 
Know When Building a Little House/' by Charles E. White, 
Jr., or "How to Finance the Building of a Little Home/' 
by C. M. Keys. The pamphlets are two cents each, and may 
be had upon request Address your letter to either Mr. 
White or Mr. Keys, in care of THE LADIES' HOME JO URNAL, 
Independence Square, Philadelphia, Pennsylvania. 

THE ARCHITECTURAL EDITOR. 
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Digitized by: 




INTFRNATlONAl 



ASSOCIATION 

FOR 
PRESERVATION 
TECHNOLOGY, 
INTERNATIONAL 
www.apt i.org 



BUILDING 
TECHNOLOGY 
HERITAGE 
LIBRARY 

htt ps://archive.o r g/details/bu^ 



From the collection of: 
Jim Draeqer 



